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SUBJECT: EUROPEAN NUCLEAR CONFERENCE, APRIL 21-25 

1. MICHEL GAGE, WHO HANDLES PUBLIC RELATIONS 
FOR THE SUBJECT CONFERENCE, EXPRESSED TO SCICON 
HIS HOPE THAT DR. RAY WOULD BE AVAILABLE FOR A 
PRESS CONFERENCE FOLLOWING THE MONDAY AFTERNOON 
SESSION AT WHICH DR. RAY WILL PRESENT A TALK. 

2. ACCORDING TO GAGE, 1,300 PEOPLE HAVE ALREADY 
INSCRIBED FOR THE CONFERENCE AND THE ORGANIZERS WERE 
EXPECTING AS MANY AS 3,000. IN ADDITION, A HEAVY 
TURNOUT FROM THE LOCAL AND INTERNATIONAL PRESS IN 
ANTICIPATED. 

3. COMMENT: IN THE LAST HALF YEAR THERE HAS BEEN 

A TREMENDOUS SURGE IN PUBLIC CONCERN ON NUCLEAR POWER. 
THE NUCLEAR DEBATE WILL PROBABLY REACH A 
HIGH POINT ABOUT THE TIME OF THE CONFERENCE, AS 
PARLIAMENT PLANS TO DISCUSS THE GOVERNMENT'S NUCLEAR 
POWER PROGRAM DURING APRIL. 
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